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Message Text 


UNCLASSIFIED 

PAGE 01 SAO PA 01431 101727Z 
66 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

000110 

R 101700Z JUL 75 
FM AMCONSUL SAO PAULO 
TO SECSTATE WASHDC 6306 

UNCLAS SAO PAULO 1431 

PASS USDOC 

E.O.l 1652: N/A 
TAGS: EGEN, BR 

SUBJECT: EXHIBITION SITE FLOOR WEIGHT BEARING REQUIREMENT 

REF: GARNITZ/HEFLIN TELCON OF JULY 7 AND JOHNSON/HEFLIN TEL- 
CON OF JULY 6 

1. WE WOULD APPRECIATE AS SOON AS POSSIBLE MINIMUM PERMISSI 
BLE LOAD BEARING CAPACITY FOR FLOOR OF EXHIBITION AREA WITH 
THIS INFORMATION WE CAN RULE OUT SOME SITES IMMEDIATELY ON 
TECHNICAL GROUND AND CONCENTRATE ON REALISTIC PROSPECTS. 
OUR RECOLLECTION IS THAT THE MINIMUM PREVIOUSLY PRESCRIBED 
BY COMMERCE WAS 550 KILOS PER SQUARE METER. IN SAO PAULO 
WE ARE FINDING THAT THE RANGE IN MOST BUILDINGS IS 250-350 
KILOS PER SQUARE METER. 

2. EARLIEST RESPONSE REQUESTED. 

CHAPIN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SAOPA01431 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750239-0313 
From: SAO PAULO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750768/aaaacjej.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 DEC 2002 by ThomasVJ>; APPROVED <19 MAR 2004 by SmithRJ> 

Review Markings: 
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EO Systematic Review 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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